12 | 


13 


NUMBER NOMENCLATURE | 
10612 ,. ‘Amplifier and Rack aseany ‘ 


AMPEX No.. 5701 


101% Cable, Antenna ‘(w 1502) 
63021 Cable > Info. ; ‘Recorder , Monitoring 
63007 3 Cable, Power supply, AMPEX 
63008 Cable, Interconnecting, i . 
‘ Blas >, AMPEX a 2.00 
63010 ss Cable, Interconnecting, arr. 
Power, AMPEX 3.00 
63012.  —s-_ Cable, Primary Power, AMPEX 50 
63012 “ Cable, Interconnecting, ‘Power’, : 
‘(Modified ) AMPEX + # §.00 
10817 © = Cable, ‘Power ; . - 64.45 
11629 Control, Receiver, System 3 M-2 ~ 
Per R-W Dwg. No. 50406888 1,320.88 
a 10204 inverter, Frequency, HEWLETT- . 
PACKARD 525A (Plug-in Head for 
MP-10211) 10 eps - 100 me © 250.00 
10216 Converter, Frequency, HEWLETT- 
a -PACKARD 525B (Plug-in Head for Paes. 
| MP-10211) 100-200 mc 250.00 
: 10211 Counter, Frequency, HEWLETT- . 


PACKARD 5245, 10 cps - 10 mc 
accuracy, .0001% to 200 me with 
Plug-in Heads (MP~10216 and seein 2,150.00 
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bo 


-l- 


‘5.00 


257-80 


2,641.76 
250.00 


250 .00 


2,150.00 


ci 


- 


A 


th oaks 
15... robs 
16. 11636 
1 651 
18 11635 
10439 
20 Logh 
22 om 
23 10218 
2k 10148 

25 : nage: 


(*) This {tem funded under the R & D vhase. 
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. Cat. N. 704 : 


' Model 220 


Meter, Flutter, D and R, LTD. 
_ Motel FL-36 0-0.5, 0-2% - 


9 inc 


Arena a nee Li Ling 
ai reedeot February 4, 3 
fone ps 


De-Magnetizer, Head, AMPEX 
Dolly ‘tba top,” wiammartar So 
OF AMERICA MIRO 
Generator, Byeep, VHF, JERROLD 


Indicator, Frequency channel ae 
Per R-W Dwg. No. 50M0GB1Q” 2,848.50. 


Junction Box, ‘Test per R-w 
Dwg. No. 50406820 ” 


Kit, Tool, System 3 ; | 10.00: 12 | 120 00 3 


pane Tension, GEO.- SCHERR Fe 
ey 0-3 Oz. 7. , 

1 26.00 
Meter, Tension, GEO. . SCHERR 
Oscilloscope, C. R., TEKTRONIX: : 
531 Driven sweep to 0.1 microsecond 4 


per cm (Requires plug-in preanpli ~ 


» thers, MP-10148 and MP-10230) 995.00. 1 595.00 


Oscilloscope, Preamplifier, Plug- i 
in, High Gain, TEKTRONIX 53 oe es 
(Used with MP-10218) Sensitivity | 
3 mv./om., Frequency response to re ae : 
| | 125.00 1 — 195.00 ; 
Oscilloscope , ‘Preamplifier » Plug~ a ae Sear 
in, Dual Trace, TEKTAONIX 53¢ 
(Used with MP-10218 ). Sensitivity 
aa V./em, Frequency response : z 
si 05 es : : -_ .- 873.00 ee = 275.00 
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39 


10168 


10145 


Oscilloscope pious: “Attemuator 
TEKTRONIX PSLOA , : 


Power Supply, Dual, DRESSEN- 
BARNES Model D3-300D, 0-300 ¥., 
d-c regulated, 300 ma. max 


Panel, ‘Test, System 3 M-2, per 


-R-W Dwe- No. 50406830 


Power Supply, AMPEX. No. 3742 


Shield, Can 7" for use with 
MP-10767, MP-12347 and MP-12346, 
Eee R-W Dwg. No. 5 


Siahoaebar, stroboscopic, : 
GENERAL RADIO Type 631-BL 


Tape, Magnetic, 6800 Ft. Reels a 


-0005 Mylar, Audio Tape on 


“10 1/2" Reels 


Tape Bplicer, Motel Tak, ROBINS 
INDUSTRY CORP. , Bayside, Ne Ys 


Tape, Test, AMPEX Model 6000-A1 


Test Jig for OSA with Shield 
Per R-W DWE. No. 50406831 


Test Jig for O2B, per R-W = 
Dwg. No» 50406823 


Test Jig for 2c, Per R-W Dwa. 
No. 50406833 7 
Test Jig for 02D, per R-W 
Dwg. NO. 50406835 


Gest Jig for 03, per R-W 


Dwg. No. 50406167 


~- 


SL eeens ver December a 1720 


550.00 1 550.00 © 


"200.00 2 “yoo.00 
“75.00 «1 75.00 
15.75 | 2 - 31.50 
150.00 | oe & sede 
29185 50 1 n62.50 7 
8.50 1 8.50 
12.00. 2 7 2h.00 
ee 7a 99.89 
142.76 a 142.76 - 
cee 16.2 
et ee ae ce 
151.23 1 . 151.23 
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A Approved For Release 2000/09/01 : CIA-RDP81B00879RO001007 HIST Ye: December 19, * 8 
| | Supersedes; February 4, 1958 


pf _ Revision: B 
EQUIPMENT LIST JJ 
SLOE, SPECIAL LIST OF EQUIPMENT FOR 
; - {HE SUPPORT OF SYSTEM THREE M-2 
I'TEM wt fs . ESTIMATED’ NO. OF ESTIMATED 
NUMBER . NUMBER = NOMENCLATURE UNIT COST UNITS § AMOUNT 
ho 12334 Test Jig for ob, ‘per R-W . a 

: Dwg. No. 50406168 on i aoa sok 170.97 

42 12336 mest Jig for 05, per R-W Oe : 
Dwg. No. 50406169 180.47 1 180.47 
he. 12338 Test: Jig for 03, ob and. 05, 5 . 

Per R-W Dwg. No. poeeenie er 139.26 1 139-26 
43 10820 . ‘Test Probe R. F. a 89.75 . 2 179.50 
hh 10639.) ‘Transport, Low pe AMPEX S ; 

_ ‘No. 5700 (Modified ) 850.00 1 850.00 
Test set » Control and Frequency | 
Indicator Unit, per R-W Dwg. No. ; 
50406834 | 718.00 2 1,436.00 
Preamp, Plug in, Textronic 53/54D 150.00. 1. 150.00 
Thermometer, Weston Mode 226 5.00 _ 2 10:00 
Standard Plate » ee per R-W. ala | : 
No. 50406038 | 3.06 4B = 146.88 
Standard Plate, Short, per R-W Dwg. - ere Fa . 
No. 50406039 3.06. 8 146.88 
‘Spacer Bolt per R-W Dwg. No. 50401481 90 48 43.20 
_* Spacer Nut per R-W Dwg. No. 50k01K82 62,238 107.04 
Pliers, Waldes » Tru-Arc No. 51-12-23 _~ “As5S-< od 1.55' 
Voltmeter, Simpson No. 260 VOM 58.72 1 52.72 
= 2 Ay 8 oo a 
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